Selected Energy Infrastructure in the Eastern Mediterranean 
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Gaza Strip; the status of the Gaza Strip is a final status • 
issue to be resolved through negotiations. 

West Bank: Israeli-occupied with current status subject 
to the Israeli-Palestinian Interim Agreement - permanent 
status to be determined through further negotiations. 
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